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3,125 (a) 

FACILITIES. GENERAL. 

* There was a ten-monftti-old male tiger Ixiused in an open lop enclosure constructed with 4,5" x 4,5", hign- 
fansila. stainlaaa alaal a^tjuaraa. Tha arrckiaura waa 12 fa^t high wilh no kieh-in ar tid1 wira. Tigara hava baari 
Known lo scale fences constructed by this design and therelore Ihis animal is not oohsideredi securely conlaind 
in i|g anplpsura- 

“ Primary endosures must be -pl sound dlesign lo contain ihe species housed within lin order lo assure public 
^afaty and pr'otacJ Lha animals. 

Tha licart^a nnual anaura Ilya tigar ia tiousad in an andoaura iliai will ba contain tlia animal sot^uraly. 
CORRECT BYj 5 April K)14. 
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The inspection and an enit interview were conducted with a facility representative. 


AMANDA OWENS, D.V.M. 


By; 
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Title; VETERINARY MEDICAL OFFICER Inspector 0033 
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